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9005180077 Monthly operating repts for Apr 1990 for Surry Power Station Units 1 &
2.W/900515 Itr.

WARREN.LA, STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 90/047
30. 22pp. 53860:151-53860:172.

V. Operator Examinations

9004240267 Requests that operator License OP-20447-1 for JA Yourish be cancelled.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 90/04/18. Document
Control Branch (Document Control Desk). 1p. 53587:081-53587:081.

9005170011 Requests submittal of encl ref matls by 900519 to meet schedule for reac-
tor operator & senior operator licensing exams on 900807-10.

PEEBLES.T.A. Region 2, Ofc of the Director. 90/05/03. STEWART.W.L Virginia
Power (Virginia Electric & Power Co.). 11pp. 53858:219-53858:229.

Y. Dry Cask Independent Spent Fuel Storage Installations

9005160174 Summary of 900424 meeting w/util & ILL in Livermore.CA re pending &
potential ISFSI amends & criteria used in establishing fuel rod internal pressure limit &
fuel rod temp limit of casks currently approved or pending use.
RUFFIN.S. Fuel Cycle Safety Branch. 90/05/10. HAUGTHNEY.CJ. Fuel Cycle Safety
Branch. 3pp. 53836:343-53836:345.

9005180149 Forwards Amend 4 to License SNM-2501,authorizing receipt & storage of
spent fuel at Surry ISFSI.

HAUGHNEY.CJ. Fuel Cycle Safety Branch. 90/05/16. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 4pp. 53878:105-53878:148.

-9005180154 Amend 4 to License SNM-2501 for VEPCO re ISFSI.
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 90/05/16. 32pp. 53878:109-53878:140.

-9005180155 Safety evaluation supporting Amend 4 to License SNM-2501.
RUFFIN.S.R., ROBERTS,J.P. Fuel Cycle Safety Branch. 90/05/16. 4pp. 53878:141-
53878:144.

-9005180156 Responds to util 890621 request for amend to App A of License SNM-
2501 by adding specs to include use of Nuclear Assurance Corp intact 28 assembly
spent fuel storage cask at Surry ISFSI site.Tech Specs added.
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 90/05/16. Fuel Cycle Safety Branch. 2pp.
53878:145-53878:146.

-9005180160 Notice of issuance of amend to License SNM-2501 for receipt & storage
of spent fuel at Surry ISFSI.Arnend adds specs for use of Nuclear Assurance Corp
intact 28 assembly (NAC-128 spent fuel storage cask).
HAUGHNEY.CJ. Fuel Cycle Safety Branch. 90/05/16. 2pp. 53878:147-53878:148.
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F. Security, medical, emergency & fire protection plans

9004260255 Forwards Rev 11 to emergency plan.W/o encl.

FEY.F.L Northern States Power Co. 90/04/19. Document Control Branch (Document
Control Desk). 1p. 53608:166-53608:166.

9005020259 Revised EPIPs.including Rev 19 to EPIP 1.1.5,Rev 16 to EPIP 1.1.7,Rev 11
to EPIP 1.1.11,Rev 6 to EPIP 1.1.16 & Rev 28 to table of contents.W/900425 Itr.
FEY.F.L Northern States Power Co. 90/04/25.158pp. 53690:160-53690:317.

9005220092 Responds to NRC 900319 Itr re violations noted in Insp Repts 50-282/89-
29 & 50-306/89-29.Corrective actions:incoming workers will be specifically trained in
fire prevention practices & permanent workers will be reminded at meetings.
LARSON.C.E. Northern States Power Co. 90/05/02. MILLER.HJ. Region 3, Ofc of
the Director. 12pp. 53899:225-53899:236.

9005160299 Revised EPIPs.including Rev 13 to F3-15,Ternporary Memo 90-45 to F3-20
& Rev 1 to F3-26.2.W/900514 Itr.
FEY.F.L Northern States Power Co. 90/05/14. 49pp. 53852:006-53852:054.

P. Operating license stage documents & correspondence

9003280455 Notification of 900323 meeting w/util in Glen Ellyn.lL to discuss lessons
learned from recent reactor trips.

* Region 3, Ofc of the Director. 90/03/19. Region 3. Ofc of the Director. 1p.
53602:345-53602:345.

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300195 Advises that 890711 response to Generic Ltr 89-06 re SPDS acceptable.
DIIANNI.D.C. Project Directorate 111-1. 90/04/23. PARKER.T.M. Northern States
Power Co. 3pp. 53655:255-53655:257.

9004300293 Forwards errata to Amends 92 & 85 to Licenses DPR-42 & DPR-
60,respectively.Errata indicates deletion of figures from Tech Specs on index pages.
DIIANNI.D.C. Project Directorate 111-1. 90/04/24. PAI----------......

Power Co. 3pp. 53664:106-53664:110.

PARKER.T.M.   Northern  States

-9004300296   Errata   to   Amends   92   &   85   to   Licenses   DPR-42   &   DPR-60,
respectively,indicating deleted figures from Tech Specs.
* NRC - No Detailed Affiliation Given. 90/04/24. 2pp. 53664:109-53664:110.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005150170 Forwards errata to Amends 92 & 85 to  Licenses  DPR-42 &  DPR-
60,respectively,per 900313 Itr.Errata corrects Tech Spec figures.
DHANNI.D.C.  Project Directorate  111-1.  90/04/26.  PARKER.T.M.  Northern  States
Power Co. 3pp. 53826:344-53826:348

-9005150173   Corrected   Amends   92   &   85   to   Licenses   DPR-42   &   DPR-60,
respectively.reflecting changes to Tech Spec figures.
* Project Directorate 111-1. 90/04/26. 2pp. 53826:347-53826:348.

9005150165 Informs that util response to Generic Ltr 89-10, "Safety-Related Motor-Op-
erated Valve Testing & Surveillance," acceptable.

DIIANNI.D.C.   Project  Directorate   111-1.  90/05/10.  PARKER.T.M.  Northern  States
Power Co. 4pp. 53826:319-53826:322.

9005160098 Advises that financial info submitted in 900426 Itr satisfies requirements of
10CFR140.21.

NASH.D.A. Policy Development & Technical Support Branch (Post 870411). 90/05/
11. HALL.E.J. Northern States Power Co. 1p. 53854:041-53854:041.

9005090120 Suppi 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005180071 Discusses review of licensee response re programmed enhancements in
Generic Ltr 88-17, "Loss of DHR" at plant.

DIIANNI.D.C.   Project  Directorate  111-1.  90/05/14.   PARKER.T.M.   Northern  States
Power Co. 5pp. 53860:232-53860:236.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exarn Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Supp! 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

Q. inspection reports, IE Bulletins & correspondence

9004270153 Responds to NRC 900319 Itr re violations noted in Insp Repts 50-282/90-
02 & 50-306/90-02.Corrective actions-.control rod disconnect switches in Unit 2 re-
turned to engaged position & lift coils energized & locks installed on cabinet doors.
LARSON.C.E. Northern States Power Co. 90/04/18. AXELSON.W.L Region 3, Ofc of
the Director. 3pp. 53634:209-53634:211.

9005110199 Forwards Safety Insp Repts 50-282/90-04 & 50-306/90-04 on 900228-
0409 & notice of violation.

CLAYTON.B. Region 3, Ofc of the Director. 90/04/20. LARSON.C.E. Northern States
Power Co. 2pp. 53796:301-53796:320.

-9005110201 Notice of violation from insp on 900228-0407.Violation noted:removal of
eddy current cable connection flange created opening in ABSV2 & not logged to indi-
cate size, location & date that opening made or closed.
CLAYTON.B. Region 3, Ofc of the Director. 90/04/20.1p. 53796:303-53796:303.

-9005110203 Insp Repts 50-282/90-04 & 50-306/90-04 on 900228-0409-No violations
noted.Major areas  inspected:plant  operational  safety,maint,surveillance,radiological
protection & industrial safety.
BURGESS.B.L Region 3, Ofc of the Director. 90/04/20. 17pp. 53796:304-53796:320.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027. "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028. "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005100097 Submits supplemental info on response time testing of instrumentation,^
response to concerns raised in Insp Repts 50-282/88-12 & 50-306/88-12.No addl
changes to current response time testing program necessary.
LARSON.C.E. Northern States Power Co. 90/04/30. DAVIS.A.B. Region 3, Ofc of the
Director. 5pp. 53789:221-53789:225.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005220092 Responds to NRC 900319 Itr re violations noted in Insp Repts 50-282/89-
29 & 50-306/89-29.Corrective actions:incoming workers will be specifically trained in
fire prevention practices & permanent workers will be reminded at meetings.
LARSON.C.E. Northern States Power Co. 90/05/02. MILLER.H.J. Region 3, Ofc of
the Director. 12pp. 53899:225-53899:236.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005150031 Forwards Safety Insp Repts 50-282/90-05 & 50-306/90-05 on 900409-
13.No violations noted.

GREGER.LR. Region 3, Ofc of the Director. 90/05/03. LARSON.C.E. Northern States
Power Co. 2pp. 53851:105-53851:112.aging of U Hexafluoride (UF6) for Transportation." Svc list encl.
